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NINOMASS 


The test to use NINOmass in chicken fodder was completed during 
the month of November 1980. 

According to Dr. Durrer from VLGZ no specific problems were 
encountered during the test and the report on the experiment is 
being prepared by Dr. Pfirter, ETH (Ref. 1). 

This report is expected to be ready in January 1981. 


RL-HANDSHEET MAKING UNIT 

The Williams sheet mold, the freeness tester and the Valley 
beater-refiner were received and installed in the pilot plant. 

Extracted stems were refined and different base-web hand sheets 
were made (Ref. 2). 


REFERENCES 

Ref. 1 : Phone call from' Dr. Durrer, VLGZ, December 18th, 1980. 
Ref. 2 : Notebook No, 791104, pages 14 - 16, D. Borgognon. 
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Source: https://www.industrydocuments.ucsf.edu/docs/llmlOOOO 




